BILL NO, G-67-10--3/ 


GENERAL ORDINANCE NO. G- ///—. 


An Ordinance to amend Section 1 of an ordinance en- 
titled GENERAL ORDINANCE NO, G-94-67 "An Or- 
dinance establishing rates and charges for the use of 
and services rendered by the waterworks system of 

the City of Fort Wayne, and repealing all ordinances 
or parts of ordinances in conflict therewith" 

WHEREAS, the Common Council of the City of Fort Wayne has 
heretofore on May 9, 1967, adopted General Ordinance No. G-94-67, es- 
tablishing rates and charges for the use of and services rendered by the 
waterworks system of the City of Fort Wayne, such rates and charges to 
be subject to the approval of the Public Service Commission of Indiana; 
and 

WHEREAS, a petition was filed with said Commission, a hearing 
thereafter held, and an order of said Commission issued under date of 
October 5, 1967, in Cause No. 31432, which order approved a new amount 
ef gross revenues, necessitating a reduction in the schedule of rates and 
charges established by General Ordinance No. G~94-67; and 

WHEREAS, the Common Council now finds. that General Ordinance 
No. G-94-67 must be amended to conform the schedule of rates and ee 
es for the use of and services rendered by the waterworks system of the 
City of Fort Wayne to the order of the Public Service Commission dated 
October 5, 1967, in Cause No. 31432; now therefore, 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF 
FORT WAYNE, INDIANA: 

Section 1. That Section 1 of General Ordinance No. G-94-67, 


adopted on May 9, 1967, entitled "An Ordinance establishing rates and 


charges for the use of and services rendered by the waterworks system 


of the City of Fort Wayne, and repealing all ordinances or parts of ordi- 


nances in conflict therewith, '' be and the same is hereby amended to read 


as follows: 


Section 1. That there shall be and there are hereby estab- 


lished for the use of and services rendered by the waterworks system of 


the City of Fort Wayne the following rates and charges based on the use 


of water supplied by said waterworks system: 


(a) 


(b) 


Rate Per 
Metered Rates Per Month 100 Cubic Feet 
First 500 cubic feet per month $ . 450 
Next 1,500 cubic feet per month . 345 
Next 2,500 cubic feet per month . 290 
Next 7, 500 cubic feet per month . 265 
Next 18, 000 cubic feet per month . 230 
Next 20, 000 cubic feet per month ¿L95 
Next 50, 000 cubic feet per month . 170 
Next 50,000 cubic feet per month . 140 
Over 150, 000 cubic feet per month . 125 


Minimum Charges 


Each user shall pay a minimum monthly charge based 
on the size of the meter installed, for which the user 
will be entitled to the quantity of water set out in the 
metered schedule of rates. 


Per Month 
5/8 inch meter per month $ 2.25 
3/4 inch meter per month 3.50 
1 inch meter per month 5. 70 
1-1/2 inch meter per month 11.30 
2 inch meter per month 17. 40 
3 inch meter per month 34.80 
4 inch meter per month 57.90 
6 inch meter per month 110. 00 


Collection or Deferred Payment Charge 


All bills for water services not paid within fifteen (15) 
days from the due date thereof, as stated in such bills, 
shall be subject to a collection or deferred payment 
charge of 10% on the first $3.00 and 3% on the excess 
over $3.00. 


(d) Fire Protection Service - For Use in Extinguishing 


Fire Only 
For each fire hydrant per annum $ 74. 00 
For fire service from 2 inch 

line or smaller per annum 49.00 
For fire service from 3 inch l 

line or smaller per annum 74. 00 
For fire service from 4.inch 

line or smaller per annum 92. 00 
For fire service from 6 inch 

line or smaller per annum 135. 00 
For fire service from 8 inch 

line or smaller per annum 197. 00 
For fire service from 10 inch 

and 12 inch lines per annum 370. 00 


(e) Municipal Service to the City of Fort Wayne, Indiana 
For each fire hydrant per annum $ 74.00 

(f) All charges for service to customers situated outside 
the corporate limits of the City of Fort Wayne having 
availability for all of the foregoing tariffs shall be one 
hundred thirty-five per cent (135%) of the charges com- 
puted by application of the foregoing tariffs. 


Sec. 2. This ordinance shall be in full force and effect from and 


after its passage and signing by the Mayor. 
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Passed and ie by the Common Council of the City of Fort Waye, Indiana, as 


the’ Mayor of the City of Fort Wayne, Indiana, on the 
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